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6 January 1983 



MEMORANDUM FOR: 

Planning Staff 

STAT 

FROM . : 

Executive Officer, OMS 


SUBJECT : 

OMS Non-Office Space Requirements 


STAT 


1. The Office of Medical Services has reviewed our 
current non-office space requirements. Our estimation is 
based on our projected needs for the next two years. 

The requirements are as follows: 



Area 

Sq. Feet 

a. 

Laboratory Space 

7000 

b. 

Dispensary 

3000 

c . 

Computer Room 

500 

d. 

Training Room 

400 

e . 

Exercise Room 

5000 


Total 

15,900 

2. 

The laboratory and computer 

areas wi 


special powers and renovation work, 


3. This office will be glad 
with your office. Please contact 
if you have any questions. 


to discuss our requirements 
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